Thi' -eport is re^.uired by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Confrol No 

resdTi in an order to cease and desist and to be subject to penalties as provided for in Section 2150 additional information. 01 80-OOA-AN 


" ' ■ UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

16-R-0003 49 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USOa! 
include Zip Code) 

WESLEYAN UNIVERSITY 

OFFICE OF ACADEMIC AFFAIRS 

MIDDLETOWN. CT 06459 
(203)685-2010 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfsrfes) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets. if necessary or use APHIS FORM 7023A ) 

III.,, — Ill ■ j 'l H I <111 ' 


A. 

Animats Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
expenments. 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranqullizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F, 

TOTAL NO. 

OF ANIMALS 

(Cols. C 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 



mam 



3. Rabbits 






9. Non-Human Primates 






10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 












13. Other Animals 


















• 






ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranqullizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY H^DQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

DATE SIGNED 

io-l-oi 


. HEADQUARTERS 










APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 
Customer Number: 
Facility: 


16-R-0003 

49 

WESLEYAN UNIVERSITY 
OFFICE OF ACADEMIC AFFAIRS 
MIDDLETOWN, CT 06459 
(203) 685-2010 


WESLEYAN UNIVERSITY 

SWXJfflQNLliAB. HALL -ATWATER & SHANKLIN LABS, JUDD HALL 
MIDDLETOWN, CT 06459 


This report is required by law (7 DSC 2143) Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for m Section 2150. additional information. 


Interagency Report Control No 
0180-DOA-AN 





UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PL^NT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
16-R-0004 


CUSTOMER NO. 

50 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

JOHN B. PIERCE LABORATORY. INC. 

290 CONGRESS AVENUE 
NEW HAVEN. CT 06519 
(203)562-9901 


I 3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation, or held for these purposes. Attach additional 
I sheets if necessary.) 


FACIUTY LOCATlONSfsrfes) 


•6ee-Attaohe€l4.i9tmg 

The John B. Pierce Laboratory 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionat sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E, Number of animals upon which teaching, 
expenments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress m these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cots. C 

D + E) 

4, Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

52 

0 

0 

52 

7, Hamsters 

0 

0 

362 

0 

362 

3. Rabbits 

0 

0 

0 

0 

0 

9. Non-Human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

1 1 . Pigs 

0 

0 

0 

0 

0 

1 2. Other Farm Animals 

0 

0 

0 

0 

0 







13. Other Animals 

0 

0 

0 

0 

0 













• 

• 






1 ASSURANCE STATEMENTS 

1 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A surmnafy of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 


DATE SIGNED 


(AUG 91) 


11/26/01 

• HEADQUARTERS 


























































o reoort is required by iaw (7 USC 2143). Failure to report according to the regulations can 
resi'St tn an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

16-R-0007 


CUSTOMER NO. 

51 


Interagency Report Control No 
OiaO-OOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USOA. 
include Zip Code) 

HARTFORD HOSPITAL 
80 SEYMOUR STREET 
P.O. BOX 5037 
HARTFORD. CT 06102 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes; 


ANIMAL RESEARCH FACILITY 
HARTFORD. CT 06102 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
expenments. 
research, or 
surgery but not 
yet us^ for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


0, Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquitizing drugs were 
used. 


g. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquitizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 
0*E) 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O, OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88). which is obsolete 


11/12/2001 


PART 1 - HEADQUARTERS 























APHIS Form 7023 Corrections Required Information 

APHIS review of your APHIS Form 7023 submissions have shown that the following corrections are required. 

Registration Number: 16-R-0007 


APHIS Form 7023 not Signed 



i ^ it ii*5r 91 4 3 ^ FdHw* ^0 report Jiccoi’dii'o to the 'o^utattont can 

0,3l?'weM»» KIO (!•*■« •"-< to b» •■uBCt* w C»ralllM a» pfOv‘tf«a 


TiS€'rove»W wajeTTT' — - 

adSHtonoi (nltormation. 


■’jvoy-uu;'''"' 


UNtTSIO STATS3 0€PARTMENT QP AGHtCULTURG 
ANIMAU and Pt,ANT MCALTH thlSPCCflON SEPVlCfe 


ANNUAL REPORT OF RESEARCH FACiLiTY 

(TYPE OR PRINT) 


1 wotS'niATio^i NO. 


2 . hCAOO ie-«-0007. Cust Id 51 

tpciude 

hartporo hospital 

80 SEYMOUR STREET 
P-0 OCX 5037 
HARTPORO. CT QS102 


FOKM approved 
0M6 NO 0Sr8*0O5S 

.rc<J 'Jt'tth iJSOA 


RCPORTINO FACIUTV (Um wi »c«iortf w»ierr anlmaH war« h©uA#d orutta m .vdual ro^earch. h-sTino, lijadhlng. oi^oafirtianiatkm. or hold tartha".® o«rpo%e4. Attfcft Mddiortal 
aharte R fifceasary.' 


■ ) 


faCILITv locations (SiiM) 


Aiuiral Research Facility 
67 Jefferson St Crane Building Hartford CT 06102 


A. 

AHmolft Covnmd 

Sy Tha Anhnal 

Wtrtnrn Reoulatlons 

8. Ntgmbar of 
•nimats balog 

wed. 

cortdWonao. w 
hmo lor Mso m 
(oachwg, teiimg. 
axpariments. 
msaarch, or 
surgery but no) 
yat used for such 
purposes. 

C Number of 
»rtoua«a upon 

whtch taacning 
rtFoaren. 
a«|iertmant5. at 

rests wm9 
Gonduclod 
involving no 
pain. dbb’uaA or 
usa of 

ratfevmg drugs. 

a Number of imiiivils upon 
wbicn axeerimeMs. 
leacMng. research. 
wrgtry. or rests were 
eortduaad WfOlving 
acawnpiftjrlng pain or 
diiMrist iio the animals 

and for which dpproprratc 
anosVieltc. analgesic, or 
tranquillzing drugs ware 

vfied. 

E. NUfhbnr of animus upon wNch laocHing, 

CMperiments. raaaarcn. suioanr or tests were 
conducted Involving accompanying pain or dtf.trees 
(0 me nnimaia and for which the use of approoriptn 
onestnarte. nnaigavlc. or iranquhizmq drugF would 
have adversely affected lha procoduree. resuPs. or 
infarprstation of the teaching, research, 
axpeiimantt, surgery, or tests (An expfanatidn of 
t(^ procadufos prodircMg pain or diefrafS )n thesa 
nnitnais and the reasons such drugs were not used 
mut) be atiached fo mis report). 

r. 

TOTAL NO. 

OF ANIH^L? 

(Cols. C ^ 
D>E) 

4. Dogs 

a 

0 

15 

0 

15 

5. Cats 






6. Guinea Piqs 


- 




7. Hamstars 






6. Rabbits 


._.J 




9. Non-buman Primates 






10. Sh«eo 






11. 






12. Other Farm Animals 












13. Other Animals 











i 














[ 


assurance statements 


1) Pfp<a«tonafy »cc«plibi« tUOdardt oovdmins lha cat«, treatment, and wso of antmaU. Including agproprlAte u«a ol aAesttieiic. anaigasic. and tranquiiizino druga. prior to, duhng. 

9nd fodowing actual rateaf ch, taachlng, teAling. iitrgery, or axparimontadon war# IdlKAMid &y mU foscoreP facility. 

2) Each prihclpgl InveiHgator haa conaidered altanialivef to pamfui procedurat. 

the Act. and it haa re<|tti>ad that exceptionc to (ha fiandorda and regutations ot apeeffied and explained by iha 
Cara and Use Commiltaa (tACUC) A summa^ of ad lucH OReeptions la altachad to this anniiai rap^. In 
summary Ihciudes « priaf CKpinnation d the excapKons. as wall at th« species and number of animals affected, 

4) Tha attending vetartnarlan for this resenreh fadldy has appropriate aulhonty to ensure the provisloft of adequate MCierinary card and to oveisao me adequacy of other aspaefs of 
animat cart and use. ^ 



CERTinCATlON BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

1 certify that the aoeve Is trua. corroct and Complata (7 U S C Section 2143) 


signature of C.E.0 OR institutionai official 

MAMF A riTl P np rert rto iKieTmiTinuAi rtcnr-iAi ... a.:..fv 

On FiJc 

APHIS FORM 7021 /Rf»nlar*ac Wd C(*>DlLA /n/*T AA\ 



□ATE SIGNED 

? 2/27/01 


<AUG 91) 


Part t • Headquarters 










This report (s required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for ‘ \ Interagency Report Control No 

resi It in an order to cease and desist and to be subject to penalties as provided for in Section 21 50. additional information. *. \ 0180-DOA-AN 


"■ UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

16-R-OOlO 467 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

ALEXION PHARMACEUTICALS. INC. 

352 KNOTTER DRIVE 

CHESHIRE. CT 06410 
(203) 272-2596 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACIUTY LOCATIONSfs/fes; 


See Attached Listing 

University of Connecticut: 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.anaigesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C 

D-fE) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-Human Primates 






10, Sheep 




1 - - - - 


11. Pigs 

49 

34 

0 

Q 

_.a_3_ 

12. Other Farm Animals 












13. Other Animals 


















• 






1 ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropnate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report, in 
addition to identifying the lACUC-approved exceptions, this summary includes a bnef explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of antmal care and use. 

I ; CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 


ATE SIGNED 


1 1 121 \ 


0 


(AUG 91) 


IQUARTERS 



APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number 16-R-001O 

Customer Number; 467 

Facility: ALEXION PHARMACEUTICALS, INC. 

352 KNOTTER DRIVE 
CHESHIRE, CT 06410 
(203) 272-2596 


ALEXION PHARMACEUTICALS 
352 KNOTTER DRIVE 
CHESHIRE, CT 06410 

UNIVERSITY OF CONNECTICUT 
3636 HORSEBARD ROAD EXT 
STORRS, CT 06269 

COLUMBUS FARMING CORPORATION 
P.O. BOX 1160 
SHERBURNE, NY 13460 





This reoon iS required by faw (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PtJVNT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

r 

" * ■ 


1. REGISTRATION NO. 
16-R-0011 


CUSTOMER NO. 
43 


Interagency Report Control No 
0180-DOA-AN 


FORM approved 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACJUTY (Name ana Aadress, as registered with USDA, 
include Zip Code) 

UNIVERSITY OF HARTFORD 
200 BLOOMFIELD AVENUE 
WEST HARTFORD. CT 06117 
(860)768-4544 


- - - -- - — — - - _ 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes; 






REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


0. Numb^ of animats upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conduced involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon wriich teactiing, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached fo this report) 




TOTAL NO. 
OF ANIMALS 

(Cols. C * 
D^E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to. during, 
and following actual research, teaching, testing, surgery, or experimentation were foMowed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report in 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropnate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 





[AUQ 91 ) 


























This report is reouired &y law (7 USC 2143). F^ailure to report accoroir^g to the regulations can 
resb t in an order to cease and desist and to be subiea to penalties as provided for m Section 2150 


UMTED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional information 


Interagency Report Control No 
0180-OOA.AN 


1. REGISTRATION NO. CUSTOMER NO. 

16-R-0012 470 

FORM APPROVED 

0MB NO 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY {Name and Address, as registered with USDA 

ifKlude Zip Code) 


BAYER CORPORATION 


400 MORGAN LN 


WEST HAVEN. CT 06516 

1 (203) 937-2827 



3. REPORTING FACILITY (bst all locations where animals were housed or used m actual research, testing, teaching, or expenmentation. or held for these purposes. Attach additional 
sheets if necessary ) 


FACIUTY LOCATIONS^Sifes; 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach adCttional sheets if necessa/y or use APHIS FORM 7023A ) 


Animals Covered 
8y The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


3. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 


3. Number of 
animals being 
bred, 

conditioned, or 
hetd for use m 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
expenments. or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving dnjgs. 


0, Number of animals upon 
which expenments, 
teaching, research, 
surgery, or tests were 
conducted invotving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 


E. Number of animals upon which teaching, 
expenments. research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversety affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C ♦ 

0*E) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to. dunng. 
and foilovnng actual research, teaching, testing, surgery, or expenmentation were followed by this research facility. 

2) Each pnncipal investigator has considered alternatives to painful procedures. 

3) This faoiity is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
prinopal investigator and approved by the Institutionai Animal Care and Use (Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a bnef explanation of the exceptions, as well as the species and number of animals affected. 

4) The anending vetennanan for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACIUTY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I rtufifu that tha ahnua ic hr»«* mnw*t ami r'nmntata /7 I J Q 

\AL (Type or Print) I DAT 


DATE SIGNED 


/o/s) /of 


PART 1 - HEADQUARTERS 

























I M ^ 


Thts report is required by law (7 USC 2143). Fatlure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150, 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

12-10-2001 RCVD 


See reverse side for 
additional information. 


Interagency Reoon Centre; Sc 
0180-DOA-AN 


1. REGISTRATION NO. CUSTOMER NO. 

16-R-0015 812 

FORM APPROVED 

0MB NO. 0579^036 

1 2. HEADQUARTERS RESEARCH FACILITY {Name and Address, as registered wftn .jSDA. 

include Zip Code) 

TRINITY COLLEGE 
TRINITY COLLEGE 

300 SUMMIT STREET 
HARTFORD. CT 06106 



sheets if necessary.) 


See Attached Listing 


FACILITY LOCATIONSrsrfes; 


CKumi 




REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionai sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Numtter of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and 'or which appropriate 
anesthetic, analgesic, or 
tranquilizing dnjgs were 
used. 


E, Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expehments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

{Cols. C *■ 
D-*- E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 



10. Sheep 


1 1 . Pigs 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible institutional official) 

I certify that the above is taie, correct, and complete (7 U.S.C. Section 2143) 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


DATE SIGNED 

12 / 3 / 0 ; 


PART 1 - HEADQUARTERS 












ThiS report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for m Section 2150. 


See reverse side for 
additional information. 




UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PL4NT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

16-R-0017 


CUSTOMER NO. 

39 


tnteragercy Report Control No 
01 30-00 A-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY iNsme and Address, as registered with USDA. 
incfude Zip Code) 

CONNECTICUT COLLEGE 
270 MOHEGAN AVENUE 
NEW LONDON. CT 06320 
(203) 439-2339 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY IOC AT\OHS( sites) 


See Attached Listing 

U A (Se <i-4»rrog'r' (. ACdT “t Ac <■ (_ 


aJ^aJ Loioc^dA CT 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which expehments. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress m these 
animals and the reasons such drugs were not used 
must he attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the speaes and number of animals affected. 

4 ) The attending vetennarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


&1 A cr AC? A I r>PPI/«IAI 


DATE SIGNED 




EAOQUARTERS 


(AUG 91) 


V 























See Attached Listing 

University of Connecticut Health Center 
263 Farmington Avenue 
Farmington, CT 06032 

REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
oisness to the ani.nals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

£. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress m these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 

D + E) 

0 

0 

0 

16 

0 

16 

246 

0 

246 

128 

0 

128 

141 

0 

141 

3 

0 

3 

0 

0 

0 

10 

0 

10 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. dunng, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report, in 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above Is true, correct, and complete (7 U.S.C. Section 2143) 




DATE SIGNED 






PART 1 - HEADQUARTERS 



(AUG 91) 

















































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result If. an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 
16-R-0026 


CUSTOMER NO. 

46 


Interagency f^eport Ccntroi No 
OiaO-OOA-AN 


FORM APPROVED 
0MB NO 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACIlJfY(Name3ndAddi^ssrasrigis?eredwi?7r[7sOA' 
include Zip Code) 

QuiNNiPiAC e e iE Ee e la/n i 'tl, 

MT. CARMEL AVENUE ^ 

P.O. BOX 125 
HAMDEN, CT 06518 

(203)388 6S^ C^c .S ) 


3. REPORTING FACILITY (Ust all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONS(sijfes) 


See Attached Listing ^ 

V I VavCI ^ 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets. (f necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13, Other Animals 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquitizing drugs were 
used 


E. Number of animals upon which teaching, 
experiments, researx^. surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. {An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 




TOTAL NO. 
OF ANIMALS 

(Cols. C <*■ 

D + E) 



ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
pnnctpal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending veterinarian for this research fadiity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



^Muva y I ) 





















4 
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This report is required by law (7 USC 2143). Failure to report according to the regulations cJw 
’‘esuit in jn order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

CTYPE OP PRINT) 


See reverse side for 
additional information. 




Interagency Report Control No 
0180-OOA.AN 


1. REGISTRATION NO. CUSTOMER >40^ 

16-R-0028 35 

FORM APPROVED 

OM8 NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 

include Zip Code) 

U.S. SURGICAL CORPORATION 

150 GLOVER AVENUE 
NORWALK. CT 06856 
(203) 866-5050 



sheets if necessary.) 


See Attached Listing 


FACILITY LOCATIONSfsrfes; 


REPORT OF ANtMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A } 


Animals Covered 
By The Animal 
Welfare Regulations 


S. Number of 
animals being 
bred, 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analge$ic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests, (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C 
D^E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


3. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



13. Other Animals 




Total 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquillang drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as welt as the speaes and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 


S(GN> 


APHIS 
(AUG 91) 


or Print) DATE SIGNED 

PART 1 - HEADQUARTERS 








APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 16-R-0028 

Customer Number: 35 

Facility: U.S. SURGICAL CORPORATION 

150 GLOVER AVENUE 
NORWALK, CT 06856 
(203) 866-5050 


US SURGICAL CORPORATION 
195 MCDERMOTT ROAD 
NORTH HAVEN, CT 06473 

US SURGICAL CORP 
150 GLOVER AVE 
Norwalk, CT 06856 




T5'S report IS ec Jired by law {7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for m Section 2150. 


See reverse side tor 
additional information. 


lnteragencVE.f 

0180-DOA-AN 




UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

16-R-0031 


CUSTOMER NO. 

56 


FORM APPROVED 
0MB NO, 35794:036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPEORP^N-^,200\ RCVD 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as reg/stereo USDA. 
include Zip Code) 

SEA RESEARCH FOUNDATION, INC. 

55 COOGAN BOULEVARD 
MYSTIC. CT 06355 
(860)572-5955 


3. reporting FACILITY (Ust all locations where animals were housed or used in actual research, testing, teaching, or expenmentation. or held for these purposes. Attach additional 
sheets if necessary. ) 


FACILITY LOCATIONSfs/fes) 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets //necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
leaching, testing, 
expehments. 
research, or 
surgery but not 
yet us^ for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
nave adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such dnjgs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C * 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



1 3. Other Animals ^ 


M. Tur siais 





O 

O 

0 

o 


r SMI S' 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropnate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
pnncipa* investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a bnef explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animat care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 



^rint) 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


DATE SIGNED 

to[2i|oi 


PART 1 - HEADQUARTERS 
























Th:s repc.-t is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for m Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

16-R-0031 


CUSTOMER NO. 

56 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
CMB NO. 0579JD036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

SEA RESEARCH FOUNDATION. INC. 

55 COOGAN BOULEVARD 
MYSTIC, CT 06355 
(860) 572-5955 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form.) 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 



C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 





D, Number of animals upon 
which experiments, ' 

teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
an esthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ^the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

0 

0 

0 

0 

0 

D 


TOTAL NO. 
OF ANIMALS 

(Cols. C ♦ 
D*E) 

































































ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report in 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 


aspects of animal care and use. 


I 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 



I 

(Chief Executive Officer or Legaliy Responsible Institutional official) 






DATE SIGNED 

i 
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APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 16-R-0031 

Customer Number: 56 

Facility: SEA RESEARCH FOUNDATION, INC. 

55 COOGAN BOULEVARD 
MYSTIC, CT 06355 
(860) 572-5955 


MYSTIC MARINE LIFE AQUARIUM 
55 COOGAN BLVD. 

MYSTIC, CT 06355 

SEA RESEARCH FOUNDATION 
55 COOGAN BLVD. 

MYSTIC, CT 06355 


This 'eocrr is required oy aw (7 USC 2143). Failure to reoort according to the regulations can See reverse side for- \ ''i interagency Report Control No 

result n an order to cease and desist and to oe subject to penalties as provided ‘or m Section 21 50. additional informatio)i. * 0180-OOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for- 
additional informatio)i. 


; 




1. REGISTRATION NO. 

CUSTOMER NO. 

16-R-0039 

61 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


FORM APPROveo 
0MB NO 0579-0036 


2. HEADQUARTERS RESEARCH FACILiTY f/Vame anof Address, as registered with USOA 
include Zip Code) 

C T AGRICULTURE EXPERIMENT STATION. THE 
123 HUNTINGTON STREET 
BOX 1106 

NEW HAVEN. CT 06504 
(203) 974-6485 


3. REPORTING FACILITY (bst all locations where animals were housed or used m actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sneets if necessary.) 


FACILITY LOCATIONS(srfes) 


See Attached Listing X23 Huntington St. 

Slate & Britton Bldg., New Haven, CT 


Lockwood Farm, Kenwood Ave., Hamden, CT 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


3. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 


White-footed 

Mice 


White-tailed 


iiism 


8. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
expenments. 
research, or 
surgery but not 
yet used for such 
purposes. 




C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which expenments. 
teaching, research, 
surgery, or tests were 
conducted involving 
acccmpanyng pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching. 
expenments.,,research. surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments. surgery, or tests. (An explanation of 
the procedures producing pain or distress m these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 

0 + E) 




ASSURANCE STATEMENTS 


1} Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. dunng. 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and expiained by the 
pnncioal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to Identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as welt as the species and number of animals affected. 

4) The attending vetennarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
asoects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


Type or Print) 


DATE SIGNED 


91 ) 
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TH)s roon is rpouired by law (7 DSC 2143). Failure to report according to the regulations can 
i-esul. in cn ordet ‘o cease and desist and to be subject to penalties as provided for m Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional information. 


T" 


Interagency Report Control No 
01 80-00 A-AN 


1. registration NO. CUSTOMER NO. 

16-R-0040 10301 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 1 

1 include Zip Code) 


NORTHWESTERN C T COMMUNITY COLLEGE 

PARK PLACE EAST 
WINSTED. CT 06098 
(860)738-6483 



sheets if necessary.) 


See Attached Listing 






ACILITY L^CXtlONSfsfes) 


mgsm 


(.'Cee cttiOVe - 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionaf sheets, if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


1 2. Other Farm Animals 


13. Other Animals 


8. Number of 
animats being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which expenments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquitlzing drugs were 
used. 


E, Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic. analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures pmducing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this repod) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


wi'vivi f 

(AUG 91) 




vw ■ 


nt) DATE SIGNED 
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APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 16-R-0040 

Customer Number: 10301 

Facility: NORTHWESTERN C T COMMUNITY COLLEGE 

PARK PLACE EAST 
WINSTED, CT 06098 
(860) 738-6483 


NORTHWESTERN CT COMMUNITY COLLEGE 
PARK PLACE EAST 
WINSTED, CT 06098 


This leporl is requued t»y iuw {7 USC 2143) Pollute lo repxxi dccordiog Jo lh« regulaiions can 


See tcverse Side i0( 
addilionat inloirruiUon 


Jiiierjgcncy H«pofl Lonhui No 

oieo-ooA-AN 


" ^ • UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

«. REGISTRATION NO. 1 1 O ^ 1 1 FORM APPROVED 

16R-041 1 OMB NO OS79.0036 

- • • * ♦ • ‘“'“Vi ■ 

2. HE/ s/ered with USDA. 

inch 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

FarmTech 

400 Farmington Ave 

Farmington, CT 06032 

12-10-2001 RCVD 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expcrimenlaiion. or held lor these purposes. Attach additional 

400 Farmington Ave. Farmington CT 06032 


FACILITY LOCATIONS (Sites) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach a</kAfiOfta/ sheets tf necessefY or use APHtS FORM 7023A) ' 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animats being 
bred, 

conditioned, or 
held lor use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ lor such 
purposes. 

C Number ol 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pam, distress, or 
use ol pain* 
relieving drugs. 

U. Number of ammafs upon 
which experiments, 
leachirtg. research, 
surgery, or tests were 
coiMlucled invofviog 
accompanytng pain or 
distress to the animats 
and lor which appropriate 
anesthetic, analgesic, or 
tranquili/mg drugs were 
used. 

E. Number of animals upon which teaching, 
experimenis. research, surgery or tests were 
conducted involving accompanying pain or distress 
to Ihe animals af>d lor which the use ol appropriate 
anesthetic, aitalgesic, or tranquiN 2 ii«g drugs would 
have adversety altecled the procedures, results, or 
inlerpretalion of the leachirtg, research, 
experiments, surgery, or tests. (An exptanation of 

U>e procedures producing pain or distress in these 
erumats and the reasons such drugs were not used 
must be attached to this report). 

F. 

total no. 

OF ANIMALS 

(Cols. C 4- 
D ♦ E) 

4. Dexis 

0 

0 

n _ _ _ 

0 

0 

5. Cats 

u . 

0 

0 

n 

0 

0 

6. Guinea Pigs 

0 

0 

_Q_ - 

0 

0 

7, Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

n__ 

0 

0 ■ 

.0 

9. Non-human Primates 

0 

52 

0 

0 

52 

10. Sheep 

0 

0- - 

0 

0 

0 

11. Pias 

n 

0 

0 

0 

0 

1 2. Other Farm Animals 

u 

0 

ft 

0 

.0 

0 

0 







13. Other Animals 

0 

0 - 

0 

0 

U 




















ASSURANCE STATEMENTS 


1) Prolessionaily acceptable standards governing the care, trealtiurni, arnl use ol animals, including approriate use of artesthetic. analgesic, ana Irar>quili 2 mg drugs, prior to. during, 
and lollowtng actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) . Each principal invesiigalur has considered alternatives lo painlul procedures. 


3). This facility is adherirtg to the staiujards and regulalmns under the Act, and it has reriuired that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Insiiluiional Animal Care atnl Use Cmniniltee (lACUC). A summary ol alt such exceptions is attached to this annual report. In 
addition to idenlilying the lACUC- approved exceptions, this summary includes a brief explanation ol the exceptions, as well as the species arul number ol animals atlecled. 

A) The aileitding veterinarian lor this research lactlily has ap[wopiiale authority to ensuie Iho provision of adequate veterinary care and lo oversee Ihe adequacy ol other aspects ol 
animal care and use. 


CERTIFICATION BY UEADQUARTKS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Ofncial) 

I rieriily that llie above is true, correct, and crunpleie (7 U S C Section 2143). 


A 


DATE SIGNED 


/Z-jdjo 1 


(AUG 91) 
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Explanation for lACUC Approved Exceptions to USDA RequirernGnts 1 6-R-OOQ 1 


Environmental Enhancement to Promote Psycholooical Well-being 
Three Chlorocebus aethrops underwent multiple surgeries to assess central nervous 
system therapeutics. These animais were individually housed and isolated from other 
nonhuman primates during a portion of the studies to prevent potential occupational 
health and animal health exposures irtherent to the therapeutics used. Environmental 
enrichment was enhanced to compensate for the lack of audio or visual contact with 
other animals. AnimaEs were ntonitored daily by the investigator(s} and the veterinary 
staff for pain, discomfort, distress, and for overall body condition, No complications 
were detected. 

F eeding 

Fifteen Macaca mulatta underwent food regulation to facilitate training to isarn a nd/a r 
perform complex tasks. Animals were given a reduced daily ration of monkey chow 
supplemented by rewards earned during testing. Animals were monitared, by the 
rnvestiga!tor(s) and the veterinary staff, daily for health status, growth rate, and hydraHon 
and weighed weekiy. Animals were returned to full feed when not on study. 

Watering 

One Macaca fascicularis . five Macaca n&mestrina , one Saimjri sciureus and seven 
Macaca mulatta underwent water reguiation to facilitate training to leam and perform 
complex tasks. Water regulation has been used as a principal reinforcement for 
learning and memory research in primates by many laboratories. Fluid intake is 
sufficient to maintain the ariimals' health and well being. It is accomplished by 1 } 
permitting the animal to eam fluids to satiety each day during behavioral training and 
testing, 2) providing Bdiibitum chow and treats, 3) returning {he animal to sdltbituw 
fluids \when not on study, and 4) daily monilorfng health status and adequate hydration 
by both invesiigator and veterinary staffs. 

MultipJa Major Survival Surgery 

Three Chlorocebus aethiops underwent an initial major surgery followed by a 
scienlihcally justrfred related surgery to assess novel central nervous systems therapies. 
Animals were moriitored daily for pain, discomfort, distress, and overall body condition 
by the vaterinary and investigator staffs. 

Three timed -pregnant Macaca mulatta underwent hysterofomies [multiple) in 
accordance with approval granted by the USDA on December 29, 1994. A copy of the 
USDA's approval is attached. 

One Saimiri sciureus , two Macgca mulatta and five Maca ca fascicu laris underwent 
multiple surgeries. Animals underwent one to four survival surgerfes and one non* 
survival surgery. Animals were rested at least five days between surgeries. Multiple 
surgeries were required to facilitate adequate data collection from each animal. 

Animals were monitored daily fgr pain, discomfort, distress, and overall body condition 
by the velerinary and investigator staffs. No adverse complications were detected. 


Explan«)tion for lACUC Approved Exceptions to USDA F^equirerri'ents 16'R-0001 


Category E 

Post-procedural Pain and Distrass 

Sixty-four rabbits were listed in category E due to distress associated with acclimation to 
restraint boxes used for behavioral response measurements. Animals were mnnitored 
for pain, discomfort, distress, and overall body condition by the investi^aEor staffs during 
restraint. To minimize distress associated with acclimation to restraint boxes, twenty- 
four additional rabbits used in this procedure wene given tranquilizers therapeutically. 

All animals used in future studies will undergo this modified accNmation procedure to 
further minimize distress. 

One IVtacaca fascicularis was listed in Category E due to distress associated with an 
unexpected decline in health. The veterinary and research staff commu nicated and 
agreed upon the appropriate intervenbcn to address the animal's condition. While these 
preparations were underway, the animars condition deteriorated and it was euthanized. 
Thus, treatment was not administered during a three-hour perfod prior to eulhanizing 
the animal- In response to this, a subsequent meeting was held among the research 
staff, Ihe veterinarians, and the regulatory office to refine the emergency response plan 
to ensure Communication, response time, medical management, including distress 
management, are optimal. 



This <s Oy law (7 DSC 21431 Failure to repon according to the rcguianorss can See reverse side for Inter agency Recort C 

re5> jit in an orocf to cease and desist and lo Oc SuDjocJ to penaltfcs as provided for m Section 2l 5C addiliortal infoonation C 1 eO-OOA-AN ^ 


UNITED STATES DEPARTMENT OF AGRJCULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION HO. CUSTOMER NO 

lG-R-0008 52 

FORM APPROVE 

OMB no Ob79.CC3e 

ANNUAL REPORT OF RESEARCH FACILITY 

(rrPE OR PRINT) 

U-iO-2001 RCVO 

2. HEADQUARTERS RESEARCH FACILITY iNume an<i ax w/rh ^SZA 

inc/ude Zip CcCet 

UNIVERSITY OF CONNECTICUT 

352 MANSFIELD ROAD UNIT 2086 

STORRS. CT 06269 
(203)486-3337 

a. REPORTINU FAClUT Y iUst ail locaiions where ammais were housed or used in actual research, tesung. teaching, or expenmentation. or held tor these purposes. Altacn asditona^ 
sneets if necessa^ ) 


FACJUTY LOCATlONSfStfes; 


See Attached Listtng 


REPORT OF ANIMALS USED BY 

OR UNDER CONTROL OF RESEARCH FACILm 

f (Aaacfi adtiHofvH streets (f necessary or use 4PH/S FCRAf 70234 \ 

A. 

Animals Covered 

By Tha Animal 

Wetfare Regulations 

B. Numher of 
animals being 
briMl. 

condlltoned. or 
held for use irt 
teachir>g. testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes 

C. Number of 
animals upon 
which teaching, 
research, 
expenmems, or 
tests were 
conducted 
mvofvmg no 
patn, distress, or 
use of paid' 
relieving drugs 

Oh Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accomparrymg pair? or 
distress to the dnimals 
and for which appropriate 
anesthehc, analgesic, or 
tranquiiszing drugs were 
used 

E, NumOer of animals upon w»>icn teaching, 
expenments. rcs«art?i. surgery or tests were 
conducted involving accompanying pam or distress 
lo the arwnals and for wf«ch the use of appropnaie 
anesthetic.analgesiC. or tranouilizing dargs would 
have adversely affected the procedures, results, or 
interpretation at the leacrwg. research, 
experwnents, surgery or tests (An exp/an^wron of 
the procedures producing pam or disfre&s m these 
animals end the reasons such drugs were nor used 
most be attachdd to this repan} 

F. 

TOTAL NO 

OF ANIMALS 

(Cots. C ♦ 
D^B) 

4 Dogs 

0 

0 

0 

0 

0 

5. Cats 

38 

14 

25 

0 

39 

6, Guinea Pigs 

0 

249 

2 

0 


7. Hamsters 

0 

0 

0 

0 

0 

a. Rabbits 

0 

136 

10 

5 

151 

9, Non-Human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

n 

1 1 . Pigs 

31 

109 

0 

0 

109 

1 2. Other Farm Animals 

- 

- 

- 

- 


Daily Cattle 

0 

8 

0 

0 

0 

13. Other Animals 






Mole Rats 

385 

192 

0 

0 

192 

Opossums ' 

10 

0 

0 

0 

0 

Deer Mice 

53 

0 

0 

0 

0 

assurance STATEMENTS | 


^) Protessjooally acceplabie standanas govennjng the care, treatment, arxt use of animals, indudmg appropnaie use of anestnelic. analgesic, and tranquiiiz^ng drugs, pnor to. ounng. 
ar^J totlowng actual research, teachmg. test^g. surgery, or expeomentatjori were followed by this research faoJity. 


2) Each phnapal irivesttgaior has cortsidered alternatives to painful procedures. 

3) This facility IS adhering to the standards and regulations under the Act. and tt has required that exceptions to the starvjards and regulations be spepfied and explained by tr^e 
phnapel investigator and approved by the Inslitutionai Animal Care and Use Committee ilACUCl. A summary of all the exceptions Is attached to this anrtual report, m 
addition to idootifying the lACUC-approveo exceptioos. this summary includes a bnef explanation of ihe exceptions, as weW os the species and numoer of animais affected 


4^ The attending veterinarian tor this research faoiify has appropriate authonty to ensure the provisiori of adequate veienaary care and lo oversee the adequacy cf other 
aspects of animal care and use. 



''CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

Chief Executive Officer or Legally Responsible Institutional official) 

1 certify lha! the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNi 

. OFFICIAL 

NAME & TITLE OF C.E,0. OR INSTITUTIONAL OFFICIAL (Type or Pnnt) 
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November 27, 2001 


University of Connecticut (UConn) 

Storrs and Regional Campuses excluding the Health Center (UCHC) 
USD A Registration No. 16-R-0008 
Annual Report 

October 1, 2000 - September 30, 2001 
Exemption from AWA Standards 
None 


Column E Explanation 
5 Rabbits 

As noted on USDA Inspection Report on 9/11/01: 

Sections 2.31(d)(l)(ii) and 2.31 (e)(3) lACUC: 4 rabbits used under protocol 
D8500702 were bled under general anesthesia. These rabbits were noted with injection 
site lesions. This protocol needs to be reviewed for alternatives, personnel 
qualifications and the use of analgesics if anesthesia is to continue to result in lesions. 

On the same protocol, another rabbit was euthanized on 8/13/01 due to skin lesions. 

For antibody production, these rabbits are immunized with 1 ml mixtures with complete 
and incomplete Freund’s adjuvant injected subcutaneously 0.25 ml/site. Complete 
Freund's adjuvant is considered by some to cause chronic inflammation with pain, heat, 
and swelling at the injection site. The inflammation is associated with antibody 
production. Anti'inflammatory drugs would interfere with antibody production. 

■ Analgesics are recommended and a new Standard Operating Procedure has been 
established by UConn lACUC for the use of Freund's adjuvant. 


■p his rer'irl -s required by law (7 LISC 2143). Failure to report according to the regulations can 
result in an oraer to cease and desist and to be subfect to penalties as prov>ded for in Section 2150. 


See reverse side for 
additional information 


\ 




Interagency Report Control No 
O10O-DOA-AN 7 L> / 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(jyPEOR^f^/nj^^^^ RCVO 


1. REGISTRATION NO. 

16-R-0029 


CUSTOMER NO. 
55 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered w/fh USOA. 
include Zip Code) 

BOEHRINGER INGELHEIM PHARMACEUTICALS, INC. 

900 RIDGEBURY ROAD 

P.O. BOX 368 

RIDGEFIELD. CT 06877 

(203) 798-9986 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACIUTY LOCATlONSfs4es> 


See Attached Listing 

175 Briar Ridge Road, Ridgefield, CT 06877 


Bartons West End Farms, Inc. Oxford, NJ 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach addHionai sheets if necessary or use APHIS FORM 7023A ) 

A. B< Number of C. Number of D. Number of animals upon E. Number of anrmals upon which teaching, F. 

animals being animals upon which experiments. experiments, research, surgery or tests were 

Animals Covered bred. which teaching, teaching, research. conducted involving accompanying pain or distress TOTAL NO. 

By The Animal conditioned, or research. surgery, or tests were to the animals and for which the use of appropriate OF ANIMALS 

Welfare Regutations held for use in experiments, or conducted involving anesthetic. analgesic, or tranquilizing drugs would 

teaching, testirtg, tests were accompanying pain or have adversely affected the procedures, results, or (Colt. C * 

experiments. conducted distress lO the animals interpretation of tne teaching, research. D E) 

research, or irrvolv>r.^* nc and for which appropriate experiments, surgery, or tests. (An exptanation of 

surgery but not pain, distress, or anesthetic, analgesic, or the proc '}dure$ producing pain or distress in these 

yet used for such use of pain- tranquilizing drugs were ammals and the reasons such drugs we/e no f used 

purposes. relieving drugs. used, must be aff ached to this report) 



ASSURANCE STATEMENTS 

1) Professionally acceptable standards governing the care. ireatmenL and use of animals, inciudir>g appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. dunng, 
and following actual research, teaching, testing, surgery, or experimentation were folfowed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This fadlily is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
pnncipal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A tummary of all the exceptions is attached to this annual report In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief ex|^nation of the exceptions, as swII as lha spades and number of animals affected, 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


:iAL 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 
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E4 


16-R-0029 


The 181 dogs assigned to column E of this report were included in toxicology or safety assessment 
procedures in which, to meet Food and Drug Administration requirements under Good Laboratory Practice 
regulations (21 CFR 58.120, 43 CFR 60013) a limited number of animals must be exposed to test 
compound dose levels toxic to the animal. Clinical signs produced by some test conqjounds at toxic dose 
levels may be distressful or painful to the animal, if only transiently. To intercede prematurely would 
invalidate the procedure, requiring its repetition and the consequent use of more animals. 




E6 


16-R-0029 


The 268 guinea pigs assigned to column E of this report were included in toxicology or safety assessment 
procedures in which, to meet Food and Drug Administration requirements under Good Laboratory Practice 
regulations (21 CFR 58.120, 43 CFR 60013) positive control animals must be sensitized, then challenged 
by intradermal injection resulting in a transient inflammatory response, which may be distressful or painful 
to the animals albeit for a strictly limited period. To intercede prematurely would invalidate the procedure, 
requiring its repetition and the consequent use of more animals. 




£8 


16-R-0029 


The 49 rabbits assigned to column £ of this report were used for hyperimmunizatioii procedures in which 
adjuvant associated with the antigen of interest produced localized discomfort typical of a subacute 
inflammatory reaction. The lesions were treated topically to minimize discomfort, and in all cases the least 
irritating adjuvant was en^loyed that would not have necessitated the use of additional animals. The use of 
systemic anti-inflammatory drugs would have been counter productive to the objective of antibody 
production and necessitated the use of more animals. 


/ 



E9 


16-R-0029 


Primates assigned to column E of this report were used in various toxicology/safety assessment procedures, 
pharmacologic studies of the inflammatory response or evaluation of the immunomodulatory eflects of test 
compounds. 

89 primates (cynomolgus macaques and squirrel monkeys) were en^loyed as models for immune 
mechanisms or of inflammation when other species (rodents, swine) proved inappropriate. The animals 
were studied during the early stages of the syndrome before clinical signs become severe. Discomfort is 
attenuated through the use of analgesic drugs but, because an inflammatory condition is induced and 
clinical signs may appear, it is anticipated diat the monkeys may potentially experience the discomfort 
which human beings feel during the analogous condition. 

173 primates (rhesus macaques) were included in toxicology or safety assessment procedures in which, to 
meet Food and Drug Administration requirements under Good Laboratory Practice regulations (2 1 CFR 
58. 120, 43 CFR 60013) a limited number of animals must be exposed to test compound at dose levels toxic 
to the animal. Clinical signs produced by some test confounds at toxic levels may be distressful or painful 
to the animal, if only transiently. To intercede prematurely would invalidate the procedure under the cited 
regulations, requiring repetition of the study and the consequent use of more animals. 


